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of supplementary boilers in a case of emergency, which is especially
desirable where boilers are used for short seasons only.

The application of this blower for transporting the air of com-
bustion and steam to a producer is shown in Fig. 100.    T is the

FIG. 100.   STEAM JET BLOWER CON-
NECTED TO PRODUCER.

FIG. 101.   OBVIATING NOISE OF
STEAM JET BLOWER.

steam valve, B the air inlet, 0 the fire door, P the producer, F the
hopper, G the gas outlet.

Fig. 101 shows the arrangement of an air conduit C to obviate
or reduce the noise caused by the action of the blower.

Fig. 102 shows the application of a blower as ventilator.    In this
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FIG. 102.   BLOWER AS VENTILATOR.